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rails. In the figures the end framings in themselves are entirely rigid; the weak points are the attachments of the main beams to the A frames. To stiffen these against a working to-and-fro at right angles to the track, which is very noticeable in steam-driven crabs, large diagonals are
Fig. 128.
fitted between the main beams and the members of the A frames. To stiffen them against diagonal or cross working, diagonal struts are fitted between the under sides of the main beams and the tops of the horizontal members of the A frames.
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